= A RT Remote Cargo Hook Test ram 


AEROSPACE 


**MAKE SURE YOU ARE USING THE CORRECT TEST FORM FOR THE CORRECT SOLENOID!** OLD SOLENOID (H2817-024) 
Work Order Customer 


Serial Number Date 


# of Load 
No " A 


Hold for two Minutes and reduce load to zero 


Test Conducted By: Signature 


QMSF-8.2, Remote Cargo Hook Test Form C2 Old Rev. A 10/07/2014 


